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28 November 1986 


The Honorable Lee H. Hamilton, Chairman 
Permanent Select Committee on Intelligence 
House of Representatives 
Washington, D.C. 20515 

Dear Mr. Chairman: 

The Director has asked me to respond to your letter dated 
25 November 1986. This is /an interim response to the letter 
which forwarded the transcript of the 21 November 1986 hearing 
on Iran and questions for the record on this hearing. The 
transcript is being reviewed and it will be returned to the 
Committee by 5 December 1986. However, because of the number 
of questions submitted and the complexities of some of them, 
we will respond as quickly as possible when we are certain 
that our responses are accurate and complete. 


S incerely , 





David D. Cries 

Director of Congressional Affairs 
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